Q Identify types of intracranial haemorrhage 
The most common cause of Subarachnoid hemorrhage is: 
a. Traumatic injury of middle meningeal artery. 
b. Rupture of aneurysm of cerebral artery. 
c. Traumatic injury of subdural veins. 
d. Encephalitis. 


e. Anoxia. 


Q Recognize hypertensive cerebrovascular diseases 
Complete 
% pathological processes related to hypertension are 


ei Intracerebral haemorrhage and ...asunnananonnanunnannn 
lacunar infarct 


+ The post mortem pathological finding in hypertensive 
encephalopathy is .....nuauunuananunnann fibrinoid necrosis of 
arterioles 


Q Determine types of Cerebral Aneurysms 
Complete 
Berry aneurysms are due to ............ 
congenital absence of the media 
and their site Is ........::008: 
At the bifurcation of cerebral arteries in the circle of Willis. 
and they are the most frequent cause Of ......unuannnnanenene 


subarachnoid hemorrhage 


Take home message 


% Stroke is a medical condition in which poor blood flow to the brain 
causes cell death. 


e There are two main types of stroke: ischemic, due to lack of 
blood flow and hemorrhagic due to bleeding. 


% Infarcts can be divided into two broad groups: 
1- Hemorrhagic infarcts 


2- White infarcts 


e There are two main types of spontaneous non- 
traumatic intracranial haemorrhage: 


1. Intracerebral haemorrhage: usually of hypertensive 
origin 

2. Subarachnoid haemorrhage:commonly aneurysmal in 
origin 


e Pathological processes related to hypertension are: 
intracerebral haemorrhage and lacunar infarcts 


e There are three types of cerebral aneurysms: 


1. Congenital Berry anurysms: due to congenital 
absence of the media 


2. Mycotic aneurysms: secondary to inflammatory 
weakness in the vascular wall in the circle of Willis. 


3. Atherosclerotic aneurysms: due to weakening of media 
secondary to atheroma. 


